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1 . PRINCIPAL SECRETARY IN FEDERAL MINISTRY OF CIVIL AVIATION, 

T. A. ADEGBENRO, HAS INFORMED EMBOFF THAT HIS MINISTRY WILL BE 
UNABLE TO ATTEND TALKS WEEK OF AUGUST 29 AS PROPOSED REF B. 

HE SAID MINISTRY WILL BE TOO BUSY NOW THROUGH SEPTEMBER 
PREPARING FOR ICAO MEETING IN MONTREAL. 

2. ADEGBENRO ASKED EMBASSY TO CONVEY FMG DISPLEASURE WITH USG 
ACTIONS THUS FAR IN ARRANGING NEGOTIATIONS. HE SAID HIS MINISTRY 
BELIEVES USG IS INTENTIONALLY QTE DRAGGING ITS FEET UNQTE ON THIS 
MATTER BECAUSE IT IS SATISFIED WITH QTE REAPING THE BENEFITS 

UNQTE OF THE EXISTING INFORMAL AGREEMENT. WHILE EMPHASIZING FMG DE- 
SIRE TO MAINTAIN GOOD RELATIONS WITH QTE FRIENDLY COUNTRY UNQTE, 

HE ADDED THAT USG TACTICS ARE QTE TAXING OUR PATIENCE UNQTE 
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AND EMPHASIZED THAT THE INFORMAL AGREEMENT CAN EASILY BE 
CANCELLED AT ANY TIME. 

3. EMBOFF REPLIED THAT USG HAS HEAVY SCHEDULE OF CIV AIR TALKS 
THIS YEAR WITH OTHER COUNTRIES AND THAT THESE UNFORTUNATE 
DIFFICULTIES IN FINDING A MUTUALLY ACCEPTABLE DATE SHOULD NOT 
BE INTERPRETED AS A LEASENING OF USG INTEREST IN NEGOTIATING 
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WITH NIGERIA. CLEARLY UNCONVINCED, ADEGBENRO ASKED IF USG 
COULD PROPOSE OTHER DATES BEFORE END OF YEAR FOR TALKS TO 
BEGIN. IF NOT, MINISTRY PROPOSES SECOND WEEK IN JANUARY, 1978. 

4. COMMENT: FMG CLEARLY LOSING PATIENCE WITH REPEATED CELAYS 
IN ARRANGING NEGOTIATIONS FOR FORMAL BILATERAL AGREEMENT. TO 
ALLAY FMG CONCERNS AND THUS PREVENT UNNECESSARY FRICTION IN 
IMPROVED USG/FMG RELATIONS. EMBASSY STRONGLY RECOMMENDS 
DEPARTMENT MAKE EVERY EFFORT TO INITIATE TALKS BEFORE END OF 
YEAR. RECOMMEND FURTHER THAT DEPARTMENT PROPOSE TWO OR THREE 
POSSIBLE DATES FOR FMG CONSIDERATION. 

WYMAN 


LIMITED OFFICIAL USE 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: CIVIL AVIATION, NEGOTIATIONS, GOVERNMENT REACTIONS 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 19-Aug-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977LAGOS09439 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770300-0245 
Format: TEL 
From: LAGOS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770844/aaaablgw.tel 

Line Count: 74 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 3a1d0358-c288-dd11-92da-001cc4696bcc 
Office: ACTION EB 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 196383, 77 STATE 190888 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 03-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1551104 
Secure: OPEN 
Status: NATIVE 

Subject: CIVAIR: USG/FMG BILATERAL NEGOTIATIONS 
TAGS: EAIR, Nl, US 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/3a1d0358-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



